From: Salemi, Charles (DPH) <Charles.Salemi@MassMail.State.MA.US> 

Sent: Monday, April 25, 2011 10:03 AM 

To: Nassif, Julianne (DPH) <Julianne.Nassif@MassMail.State.MA.US>; Piro, Peter (DPH) 

<Peter.Piro@MassMail. State.MA.US>; Hanchett, James (DPH) 
<James.Hanchett@MassMail. State.MA.US> 

Subject: RE: Restek GC/MS training 


Julie, We can send Hevis, if you need one more to fill the class. CBS 


From: Nassif, Julianne (DPH) 

Sent: Monday, April 25, 2011 10:00 AM 

To: Salemi, Charles (DPH); Piro, Peter (DPH); Hanchett, James (DPH) 
Subject: RE: Restek GC/MS training 

Please give me one more name, thanks 


From: Salemi, Charles (DPH) 

Sent: Thursday, March 03, 2011 5:47 PM 

To: Nassif, Julianne (DPH); Piro, Peter (DPH); Hanchett, James (DPH) 

Subject: RE: Restek GC/MS training 

Hi all, here is my list for the GC/MS training. 

Lisa, Annie, Daniela, Dan, Sonya, Rebecca, Mike, Della, and Betsy. That’s nine. Kate and Nicole will be out on leave. 
Here in Boston, Mai, Tan, and myself probably wont need to do Mass Spec, although I may have to testify for one of the 
retired chemists. I don’t know if Peter or Jim need this. That would give us one open spot. CBS 


From: Nassif, Julianne (DPH) 

Sent: Thursday, March 03, 2011 11:01 AM 

To: Salemi, Charles (DPH); Piro, Peter (DPH); Hanchett, James (DPH) 

Subject: Restek GC/MS training 

Importance: High 

The laboratory has contracted with Restek to offer a 1 day GC/MS training onsite (Jamaica Plain) for 10 
chemists using Coverdell grant funds. The intent of the training is to provide a strong theoretical background 
for analysts as we move towards 1 chemist analyzing all items in a case from start to finish. Attached are the 

bios of the two presenters for this course. The training will be all day on April 27 th in the SLI Auditorium. I know 
this will be a challenge with court schedules but chemists who will be attending should block this day off on the 
calendar as unavailable for courtroom testimony. 

Please send me a list of names of who should attend by Wednesday, March 9 ^. I will review and prioritize if 
necessary. 

Analysts with little/no GC/MS experience should be given priority! 


Nassif 


Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 


617.983.6651 (voice) 617.983.6662 (fax) 
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